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MATERIALS: ET 
FLOORS: CARPET aie 
CARPET/LINOLEUM IN. THE KITCHEN: 
TILE IN THE BATH. 
WALLS: PAINTED PLASTER. 
CEILING: PAINTED PLASTER. 
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FLooRS: CONCRETE. GROUND FLOOR PLAN 
are SCALE 74" = 1-0" 
WALLS: PAINTED BRICK: 
or 2" WOOD SLATS. 
CEILING: PAINTED WOOD EXPOSED STRUCTURE: 
WOOD SLATS. 
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